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» Chief, Adwinistrative Staff, 
Chief, Industrial Division, 


ttee f 



Sr. Wilford t. White 
Sr# A* Ross Eckler 
Dr. W. ft. S. Stevens 
Dr# Seward 0* Piquet 
Dr. Hearts 0. Sfeuagr 
Sr» Quincy Mam 
Dr. John R. Riggleaan 

2. A draft constitution and by-laws has fcesn prepared hut not 
fow ml ly approved. The purpose of the organisaton is stated in 
Article II as follows*. 
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